The Entente Offensive, Autumn, 1916
the gth Army.   General von Arz started off simultaneously. The opposing armies were thus converging on one another.
At the outset the Rumanians were able to record a success in the centre.   They were, however, beaten  by  the   gth Army
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Fig. 12.   The Battles in the Dobrudja.   Autumn, 1916.
south of Fogaras, and in a brilliant pursuit, lasting to the loth of October, were thrown back through the Geister-Forest and Kronstadt to Campulung, Sinaia and Buzau in the mountains south of Kronstadt. The pressure which the Qth Army thus brought to bear was so strong that the Rumanians further north
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